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STATINTL 
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QDP 0-447 
10 April 1930 


MEMORANDUM FOR: Deputy Director for Administration 

** ROMs Bruce T. Johnson 

Director of Data Processing 

SUBJECT: ODE Report for Weak Ending 9 April 1980 


NFIC Compute r Upgrade 

ODP concurred in an C’lC request to declare the Univac 
494 computer excess to wP EC need 3 . The 494 is being replaced 
by an 1100 series Univac i*i the implementation of a planned 
upgrade. Th e estima ted value of the 494 is in excess of 
$2 million. IWBBHBBBi 


SAFE 


the coaxial cable installation con- 
tractor for SAFE’S bu 3 communications system# arrived on site 
at the Agency Headquarter! building on 7 April. The actual 
installation will begin shortly and take approximately one 
pear to complete. 


The SAFE Project contacting officer has cautioned all 
CSPO members to limit their contact with potential offerers 
of proposals in response 30 the SAFE request for proposals for 
SAFE computers. Further, all contacts must be documented. 


Hew Computer Performin g Jfrril 

The Amdahl 470/V7 computer will be configured as the 
primary backup VM system on 12 April. Testing will be con- 
ducted during prime shift next week for comparison purposes. 

The V/7 is currently proc-sesing about 900 jobs during prime 
shift. CPU utilization averages 90% with 70% of all CPU 
utilization being spent in problem program state. The I/O 
channel activity is reaaoimbly well Balanced. The paging 
activity is extremely low (3-5 pej^^^cond) due to the large 
main memory size (12 magaljf tea) STATINTL 
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Support to Office of Co mytr ollar 


PRS - Financial Resources System. We completed a request 
to provide the capability to display budget data at the 
billion dollar level. This involve^nod^ving six FRS pro- 
grams and 173 manhours of effort. STATINTL 


/s/ Bruce T. Johnson 


STATINTL 

O/d/obpHHHBI 


ee/4-10-B0 


Distribution : 

Orig - adse 

1 — ea Div/Staf f /ODP 

1 - ODP Registry 

2 - O/D/ODP 


Bruce T. Johnson 
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